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G10207 COLLECTIVE SWITCH BOX ASSEMBLY 
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NOTES: 


SWITCHES SHOWN ARE EXAMPLES ONLY. QUANTITY, TYPE 
AND LOCATION OF SWITCHES INSTALLED ARE AT THE 
INSTALLERS DESCRETION. 


INSTALLER MAY ADD SWITCH HOLES TO G10207. 
MAINTAIN MINIMUM E/D .25 


Title 


Geneva Aviation 


THIS DOCUMENT INCLUDES INFORMATION PROPRIETARY 
TO GENEVA AVIATION AND SHALL NOT BE USED OR DUPLICATED BY 
ANYONE WITHOUT THE WRITTEN PERMISSION OF GENEVA AVIATION, INC. 
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